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Optical Monitoring System - ALMAS 
Description 

The optical monitoring system ALMAS facilitates detection and accurate location of optic and opto- 
electronic systems, including those covertly deployed especially pinhole cameras and small size 
lenses. 

It operates effectively at distances up to 20 m. ALMAS is easy to handle and does not require 
special training. 



Technical data 



Distance of detection of optical 
equipment: 


20 m 


Power supply: 


3 V DC (Lithium battery CR 123A) 


Continuously working time from battery: 


approx. 500 h 


Working temperature: 


-10°- +60 °C 


Dimensions: 


95 x 55 x 55mm 


Weight: 


230 g 



Scope of delivery: ALMAS, Battery, Case 
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If you would like further Information about ELAMAN, 
or would like to discuss a specific requirement or project, please contact us at: 

Elaman GmbH 
German Security Solutions 
Seitzstr. 23 
80538 Munich 
Germany 

Tel: +49-89-24 20 91 80 
Fax: +49-89-24 20 91 81 
info@elaman.de 
www.elaman.de 




